Message 


From: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JULIANNE. NASSIF] 

Sent: 5/31/2011 12:58:43 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James. Hanchett] 

Subject: RE: Hood in Main Lab 


61? No way! You look great and you remember correctly. 
I forwarded your email to Grace. 


From: Hanchett, James (DPH) 

Sent: Tuesday, May 31, 2011 8:48 AM 
To: Nassif, Julianne (DPH) 

Subject: Hood in Main Lab 

Hi Julie, 

I spoke with Mark Pocsik on Friday 5/27/11. He is one of the UMass Construction Engineers for the Vivarium 
project. He said there are no plans for a hood in the main lab. I thought the original plans called for a 5 foot hood in the 
main lab as well as the 4 foot hood that was installed in the renovated area. I lost all by records with a computer crash a 
year ago so I am relying on memory which at 61 is not the greatest. 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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